THREE HOURS 
HIDING IN THE 
SHELTER UNTIL 
THE ENFORCERS 
GAVE THE ORDER 
TO LET (6 GO. 


AND 
WE HAD 
NO WIFI, 
IT WAS 
HORRIBLE 


IT WAS TORTURE, 
AND THEN, IT GOT 
DARK AND А BUNCH OF 
EYES STARTED ТО 
APPEAR OUT OF 
NOWUER A III IEA 


| NEED 
BETTER 
FRIENDS 


ІТ WAS A 
MONSTER! 


